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---mave It and Eat It, Too 


T’S one thing to have equipment that “‘works.”’ 
g quip 


But it’s a whole lot better to know that your 
purchase of that equipment also represents an in- 
vestment in the future, that the people who designed 
and built it gave you your money’s worth—and 
a little bit more. 


Because many of you have looked beyond present- 
day practice, you have encouraged those manu- 
facturers who are carrying on research, engineering, 
and load-building work. You’ve given impetus to 
efforts that have brought you tangible results 
such as turbines that help stretch your coal pile 


into twice as much power as was possible 20 years 


ago; hydrogen cooling that saved electric-service 
companies the cost of more than 100-million kilo- 
watt-hours last year; promotional campaigns that 
have added millions of revenue-producing appliances 


to your lines. 


So, we believe that with your every purchase of 
G-E equipment, you receive that “little bit more.” 
You obtain a full dollar in equipment value—plus 
constantly recurring benefits that are the result of 
research, engineering, and_ load-building. Your 
G-E purchases are the most profitable investment for 


your equipment dollar. 
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|City Attorney John J. O’Toole of 
Francisco stated this week that 
"m all probability the city will ask 
e = Supreme Court for a rehearing” 
is decision that the agency contract 
ween the city and Pacific Gas & 
Mecttic Co. covering the distribution 
f Hetch-Hetchy dam power was -a 
Molation of the Raker act. 
ee in San Francisco possible solutions 
were seen as: (1) Amend the Raker 
act; (2) establish city-owned and city- 
operated electric distribution system; 
(3) draw up new contract between the 
ciy and P. G. & E.; (4) discontinue 
use of power from Hetch-Hetchy. 
Claiming that over a period of al- 
most a quarter of a century, the De- 
partment of the Interior had con- 
strued Section 6 of the Raker act to 
e forbid no more than sale of power for 
resale, the city of San Francisco was 
overruled in a sweeping decision of 
t the U. S. Supreme Court which held 
the principal-and-agent relationship be- 
2S tween the city and the company to be 
“mere words and ingenuity of con- 
tractual expression.” 


Competition Sought | 


i “Congress. clearly intended to re- 

quire,” states the opinion delivered 
of by Justice Black, the sale and dis- 
tribution exclusively by the city di- 
rectly to consumers “in the belief that 
consumers would thus be afforded power 
at cheap rates in competition with pri- 
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‘ourt Ends Hetch-Hetchy 
lower Sales Via P.G.&E. Co. 


25-year agency agreement violates Raker act as Congress 
intended cheap power in competition with Pacific Gas & 
Electric — Four solutions seen in San Francisco 


vate power companies, particularly Pa- 
cific Gas & Electric Company.” 

By the Raker act of December 19, 
1913, Congress granted the city of 
San Francisco lands, water power rights 
and rights of way in Yosemite and 
Stanislaus National Parks, known as 
the Hetch-Hetchy grant. Power re- 
sulting from the Hetch-Hetchy develop- 
ment is transmitted to a company sub- 
station at Newark, 35 miles from San 
Francisco, where it is delivered by the 
city to its consignee and agent. The 
decision of the Supreme Court holds 
that this arrangement violates Section 
6 of the Raker act and injunctive pro- 
cedure is now impending. 


New Management for 
Associated Units 

Most of the former officers of Asso- 
ciated Electric Co. and NY PA NJ 
Utilities Co. of Delaware, two com- 
panies carrying control of all except 
the Southeastern electric operating 
companies in the Associated system, 
were replaced this week, the list in- 
cluding Sanford J. Magee, Fred S. Bur- 
roughs, T. W. Moffett, Harry Reid, C. A. 
Dougherty and J. J. Duggan. 

Dennis J. Driscoll, co-trustee of Asso- 
ciated Gas & Electric Corp., became 
president of Associated Electric Co. and 
of NY PA NJ Utilities Co. Willard 
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Thorp, the other co-trustee, became a 
director of both companies, as did 
Allen Throop and Stanley Clarke, the 
latter a former law partner of Asso- 
ciated’s co-trustee Walter H. Pollak. 

Last week Ernest J. Howe, economic 
adviser in SEC life insurance study, 
resigned to become “economic con- 
sultant” to Associated Gas. On Mon- 
day Herbert A. Blomquist, an SEC in- 
vestigator, resigned to accept a position 
with the Associated System. Mr. Blom- 
quist first came into prominence in 
1935 when Vice-President P. H. Gads- 
den of U.G.I. accused Blomquist of 
allegedly rifling utility files. 

R. D. Jennison, former president of 
the companies, remains as a vice-presi- 
dent and director. 


State to Intervene 
in SEC Integration 


Constitutionality of the SEC integra- 
tion proceedings against nine major 
utility holding companies has been 
attacked by the state of Delaware 
through James R. Morford, Attorney- 
General, who has filed petition with the 
SEC asking permission to intervene in 
every integration proceeding started 
thus far. 

The petition claims that the death 
sentence sections of the Public Utility 
Act are unconstitutional and in addi- 
tion would act to deprive the state of 
taxes it now collects on utility com- 
panies incorporated within the state 
of Delaware. 

The state claims that the integration 
proceedings and Section 11B of the 
utility act violate Article 10 of the Con- 
stitution, since they do not come within 
the expressed or implied powers of 
Congress. The state also claims that 
such proceedings violate the Constitu- 
tion of and the state laws of Delaware 
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SODIUM FOR SHREVEPORT—A high and even order of pavement brightness resulting 

in long-range visibility is produced by 22 General Electric sodium lights recently 

installed on the Market Street overpass, located one block from the business district of 

Shreveport, La. Luminaires are mounted on metal standards 30 ft. above the 25-ft. 
pavements and on 6-ft. brackets 





by depriving Delaware corporations of 
their properties without due process of 
law and in contravention of the rights 
guaranteed them by the state. 
Franchise taxes which the state now 
receives from each holding company 
were listed in the petition and the 
state declared that it would be deprived 
of these revenues if the SEC integra- 
tion action should divest holding com- 
panies of their properties or if SEC ac- 
tion should encourage operating com- 
panies to incorporate in states where 
they operate rather than in Delaware. 


Porter Succeeds Alden 
as Cooking Council Head 


Joseph F. Porter, Jr., vice-president 
of Kansas City Power & Light Co., has 
been appointed chairman of the Com- 
mercial Electric Cooking Council. Mr. 
Porter succeeds P. M. Alden, Philadel- 
phia Electric Co., who has served as 
chairman of the council since it was 
established in 1937. 

Mr. Porter is well qualified to head 
the council’s activities. His utility back- 
ground dates from 1921. As a member 
of the board of directors of one of the 
large hotels jn Kansas City he has had 
considerable contact with operating 
phases of the food service industry. He 
has twice served as president of the 
Electric and Radio Association of Kan- 
sas City and is widely known through- 
out the electrical industry. 
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Independent Union Chosen 
by N. Y. Edison Employees 


After a ten-day check of voters’ eligi- 
bility, following a series of protests and 
charges by the CIO, it was announced 
that in the NLRB election among 31,- 
500 employees of Consolidated Edison 
System 16,124 votes were cast for the 
Independent Brotherhood of Consoli- 
dated Edison Employees. The CIO 
union polled 9,729 votes and 2,930 
voters declared they did not wish to be 
represented by either union group. 

The brotherhood was formed three 
months ago from seven locals of the 
AFL International Brotherhood of 
Electrical Workers, which subsequently 
withdrew from the AFL. 


Plans New Steam Plant 


Union Electric Co. of Illinois has re- 
tained Stone & Webster Engineering 
Corp. to design and construct a new 
steam-electric power plant at Venice, 
Ill. The initial installation will consist 
of two high-pressure, high-temperature 
40,000-kw. turbine generators and two 
boilers of 360,000 lb. per hour capacity 
each, with condensers, switchgear, 
transformers and other auxiliaries, The 
new station will supply power to the 
existing transmission system in Illinois, 
Iowa and Missouri and will be designed 
for future expansion. 


Bureaucratic Powers 
Curbed in House Vote 


Rulings, decisions and orders of 130 
federal bureaus and agencies suffered 
a setback last week when, despite 
New Deal opposition, the House voted 
279 to 97 to pass the Logan-Walter bill 
which would subject such orders to 
judicial review. 

Representative Rankin was shouted 
down when he attempted to have the 
REA exempted and he failed also in his 
efforts to exempt the TVA and Federal 
Power Commission. 

“Contrary to all our philosophy of 
government,” Rep. Sumners, chairman 
of the judiciary committee, said, in 
summing up the purposes-of the bill, 
“we have placed in one personnel three 
powers of government. They make the 
rules; they construe the rules; they 
enforce the rules. When one of these 
people goes to an ordinary citizen he 
goes to him with all the powers that 
a king ever had. This man has no power 
to resist, practically speaking, the 
mandate of any agent of these bureaus.” 


Exemptions Lost 


Termed by New Dealers “a vicious 
thing,” the measure had also drawn 
President Roosevelt’s ire. Representa: 
tive Keller’s amendment to exempt Fed- 
ral Works Agency was lost, as was a 
motion for recommittal by Rep. Celler. 
Exempting only three steam railroad 
boards, the House rejected other 
amendments as fast as they were 
offered, including Rep. Ford’s (Calif.) 
proposal to exempt the NLRB. 

It is doubted that the bill will come 
before the Senate at this session, and 
even if it is finally sent to the White 
House, many feel it faces a certain veto. 


Signs Contract With TVA 


The city of West Point, Miss., has 
signed a contract with the Tennessee 
Valley Authority, effective as of April 
1, 1940. By a vote’ of four to one the 
Board of Selectmen approved the com 
tract, thus ending negotiations be 
tween the city and the TVA that began 
when the authority purchased the 
properties of the Mississippi Power Co. 
in this territory. 

* 


New 220,000-Volt Line 


A new 220,000-volt transmission line 
from. the Quebec boundary will be 
constructed shortly, the Ontario Hydre- 
Electric. Power Commission has a 
nounced. The new line will be cor 
structed at a cost of between $6,000,000 
and $7,000,000 and will be in servic 
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as far as Leaside, suburban Toronto, 
within a year. The project, including 
a new 220,000-volt terminal station at 
Burlington, Ont., will be completed by 
November, 1941. The Burlington sta- 
tion will be so constructed that it may 
be added to in the event of further 
purchases or development of power in 
the east. 


Operating Companies 
Face New SEC Study 


Depreciation policies followed by 
utility operating companies will be the 
subject of an expanded survey by the 
Securities and Exchange Commission 
this summer, with particular reference 
to effects upon common stock dividend 
payments. 

It was said that if pending proceed- 
ings involving integration should re- 
sult in cutting loose a substantial num- 
ber of operating companies from hold- 
ing company control, then the power 
of SEC to regulate depreciation 
charges might be impaired. Accord- 
ingly, developments in the integration 
proceedings may have a bearing upon 
the new study of operating company 
depreciation policies, it was pointed out 
in Washington. 

A year and a half ago SEC under- 
took a historical study of depreciation 
policies followed by operating com- 
panies, but the impending study would 
concern regulatory possibilities. These 
might follow two channels, it was stated. 
SEC might rule that “adequate” de- 
preciation charges must be made be- 
fore computing balances available for 
dividends, or, in the absence of an 
“adequate” reserve for depreciation, 
SEC might prohibit payments on com- 
mon. 

As the common stock of operating 
companies isolated by integration pro- 
ceedings is frequently owned by hold- 
ing companies, a major source of hold- 


ing company revenues would be in- 
volved. 


Elect Wiring Chairmen 


CR. H. Bouligny of the R. H. Bou- 
ligny Corp. has recently been named 
chairman of the Charlotte (N. C.) Ade- 
quate Wiring Bureau. W. F. Bolle 
of the Central Illinois Light Co. has 
elected chairman of the Peoria 
Adequate Wiring Committee. Mr. Bolle 
and D. J. Render, secretary, will repre- 
sent the utility on the committee. Mr. 
der has advised that an intensive 
advertising campaign is being planned 
and that the activity will be launched 
ata general meeting of all participants. 


Further Refundings and 
Markets for Common Seen 


American Water Works & Electric's President Thompson anticipates 
lower yields on company’s securities and markets for operating 
companies’ common stock — Installation of Windsor unit 


There will be no letup in the plans 
of American Water Works & Electric 
Co. and its subsidiaries to refund out- 
standing securities into ones bearing a 
lower rate of interest as long as the 
system can obtain cheap money, Earle 
S. Thompson, president, declared in 
discussing operations of the system 
during 1939 and the first three months 
this year. 

Now that West Penn Power has ob- 
tained new capital through the sale 
of $3,500,000 of new bonds and 160,000 
skvares of common stock, which were 
publicly offered at $27 a share, the 
company will proceed with its plans 
to install a 60,000-kw. generating unit 
at the Windsor plant. This new Gen- 
eral Electric unit was ordered some 
time ago and orders for the new boilers 
are to be placed in the near future. 
Installation is expected to be com- 
pleted in about eighteen months. 

At the annual meeting of stockhold- 
ers last week Mr. Thompson said that 
with a market established for common 
stocks of the operating companies they 
will be in a position to raise a good 
amount of capital for new construction 


and relieve the drain on the parent 
company. He indicated that dividends 
would be resumed when the outlook was 
more certain and the company could 
feel assured of maintaining an estab- 
lished policy. 


Tax Burden 


The ever-growing tax burden, over- 
regulation and government competition 
were seen by Mr. Thompson as the 
three major problems facing the utility 
industry. He felt that duplication of 
regulation by state and federal agen- 
cies added greatly to present problems. 
Regulatory bodies “dipping” into man- 
agement of the utilities was seen as 
outside the bounds of regulation. 

The last dividend paid by American 
Water Works was in December, 1937. 
Since then the company has conserved 
its cash and ploughed back earnings 
into subsidiaries for plant expansion. 
At the same time the parent company 
has built up its cash position to about 
$5,500,000, which is considered a rea- 
sonable amount to be in a position to 
supply operating companies with ad- 
vances when needed. 





ROLLING ‘EM IN—Braintree (Mass.) municipal light department eases a 7,500-kw. 
General Electric turbo unit's steam end into the town generating plant to be ready for 
future peak loads and increased station efficiency. A 10,000-sq.ft. Westinghouse 
condenser will sérve the machine, which will run at 3,600 r.p.m. on 450-lb., 650-deg. 
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Operating, Accounting at 
Rocky Mountain Sessions 


Joint sessions of accounting section and engineering division at 
Denver stress customer relations, new accounting require- 
ments, lighting, safety and operations 


The engineering and accounting sec- 
tions of the Rocky Mountain Electrical 
League met in Denver April 15-16 and 
the 200 in attendance had interesting 
programs. This league covers Colorado, 
Wyoming and New Mexico and despite 
the distances has been outstanding in 
co-operative work. This year adequate 
wiring, street and highway lighting 
and industry sales promotion campaigns 
have been of particular merit, accord- 
ing to Manager George E. Lewis. 


Public Relations 


Public relations is a matter of in- 
terest to engineers, according to F. F. 
McCammon, Public Service Co. of Colo- 
rado, who cited some data on wages 
and hours collected recently by E.E.I. 
In general, for example, linemen and 
foremen receive the highest wages in 
New England, but the striking thing 
was the small differential between the 
wages of skilled labor and those of 
the supervisory group. 

In the accounting meetings a great 
deal of discussion was held on carrying 


PRIZE WINNERS—B. C. Sprague and R. E. Caywood of the research department of 
West Penn Power Co., co-authors of the winning paper in the Modern Kitchen Bureau's 
1939 contest on “Advisability of Competitive Water Heater Rate and Advantages of 
the Water Heater Load.” receiving certificates from B. F. Weadock, Jr., bureau field 
representative, as P. H. Powers, vice-president of West Penn Power, looks on. Left 
to right—Messrs. Sprague, Caywood, Weadock and (seated) Powers. H. G. Dooley of 
“Electrical World” was a contest judge 
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out the new classifications of accounts 
requirements for original cost data. As 
pointed out by R. L. McVey, Public 
Service Co. of Colorado, old records are 
missing in many cases. One way of 
approach is to make a complete inven- 
tory of the system in the engineering 
department and reclassify the data to 
get into the standard account form. 
The next step is to exhaust all records 
on prices and then use catalog and 
manufacturing data. The work involved 
is expensive and time consuming, but 
much of it can be directed toward a con- 
tinuous property inventory tied into 
current work orders. V. L. Mock, South- 
ern Colorado Power Co., pointed out 
that the compilation of data for the 
regulatory bodies had become costly 
and burdensome and some simplification 
should be had. Even the preservation 
of records, according to R. M. Miller, 
Southern Colorado Power Co., is a 
task that permits of classification into 
temporary and permanent on a system- 
atic basis. ‘ 

The new-standards for transformers 
were presented by Merrill DeMerit, 








West Penn Power Co., and A. E. Herz. 
berg, Wagner Electric Corp., and the 
discussion brought out general ap. 
proval, although the new transformers 
may not be available until the middle 
of the year. Recent sleet storms brought 
down utility and REA lines in Colo- 
rado and the loading of ice was so 
heavy that the engineers agreed that 
it would be far too expensive to build 
lines to meet such extreme conditions, 

At a luncheon meeting L. W. W. 
Morrow talked on public relations and 
urged all to get hold of facts and 
help get the public to see the true 
picture of American progress under 
private enterprise. At a second lunch- 
eon old timers told of pioneer days in 
the utility business in the West, hark- 
ing back to the good old days of Tel- 
luride Power. Trips of inspection added 
to the interest and value of the meet- 
ing. 


FPC Cites 25 Utilities 
on: Classification Data 


Charging that 25 utility companies 
were disregarding the Federal Power 
Commission’s instructions for a uni- 
form system of accounts whereby elec. 
tric plant books would be reclassified 
on the basis of original costs, the com- 
mission has ordered 25 utility com- 
panies to show cause why proceedings 
should not be instituted against them 
for failure to comply with the com- 
mission’s orders. 

Hearings are scheduled to begin at 
10 o’clock on May 20 involving Kansas 
Gas & Electric Co., Minnesota Power & 
Light Co., Pacific Power & Light Co. 
and Pennsylvania Power & Light Co. A 
week later Appalachian Electric Power 
Co., Atlantic City Electric Co., Indiana 
General Service Co., Indiana & Mich- 
igan Electric Co., Ohio Power Co. and 
Wheeling Electric are scheduled to 
appear at the commission’s hearing 
rooms. 

The balance of the companies named 
in this series of show cause orders is 
scheduled to appear at hearings which 
will run through June 24. 


Utah Power Pays Tribute 
to Veteran Employees 


Tribute was paid veteran employees 
of the Utah Power & Light Co. for out 
standing public service at the com 
pany’s annual veterans’ banquet hor 
oring the class of 1939 in Salt Lake 
City recently. 

Presentation by George M. Gadsby, 
president and general manager, of # 
diamond-studded service pin to Henry 
Stevenson, who completed 40 years ° 
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service in 1939 as power station oper- 
ator, featured the occasion. 

Other honored special guests were 
John Y. Robbins, who has completed 
54 years of service; Thomas R. Thomas, 
49 years; Henry Arnold, 48 years; 
W. R. Williams, 48 years; Clarence A. 
Hansen, 44 years; A. E. Buckler, 43 
years; Frank E. Dusenberry, 42 years, 
and William Edwards, 41 years. 

Dr. Adam S, -Bennion, assistant to 
the president, was principal speaker 
and L. W. Nims, manager of the Ogden 
division, was toastmaster. 


SEC Grants Hearing 
for UGI Challenges 


Securities and Exchange Commis- 
sion held its. hearing on April 
24, at which time United Gas Improve- 
ment Co. attorneys presented their 
allegations (1) that the Public Utility 
Act requires that the SEC disclose its 
own official integration plans before 
calling integration hearings, and (2) 
that the SEC’s claim in its show cause 
orders that companies are not in- 
tegrated is premature. 

Utility circles see in these two ob- 
jections to procedure raised by U.G.I. 
the possibility of a show-down in re- 
quiring SEC to disclose its own plans 
if any for integration of the larger 
holding company organizations. For if 
SEC overrules the objections of U.G.L 
the latter may decide to appeal to the 
courts. Provided the first contention of 
U.G.I. is upheld by the courts, then 
SEC would be obliged to disclose its 
official integration plans. 

In its integration orders of a month 
ago SEC merely listed the properties 
owned and/or controlled by holding 
company organizations and asserted 
that such properties did not constitute 
a single integrated utility system within 
the meaning of the act. Citing Sections 
1A and 11B, U.G.I. attorneys alleged 
that the SEC is required to examine 
each utility holding company system 
to determine what steps should be re- 
quired to simplify and integrate and 
that Section 11B requires the com- 
mission to set forth what action the 
companies must take. 


Curb Sees Power Film 


“Growing Pains of a Power Line,” 
a —" picture showing the workings 
of the Niagara Hudson Power Corp., 
was, shown recently in the board of 
gevernors room of the New York Curb 

ge, closing the 1939-40 pro- 
stam of industrial films shown by the 
institution. 


North Central Group 
Begins M. K. B. Meetings 


Vice-President Young of Northern States Power outlines 


co-operative 


advertising and promotional campaign now in its 
fourth year of operation 


On Wednesday North Central Asso- 
ciated Electrical Industries, sponsor for 
Modern Kitchen Bureau activities in 
Minnesota, North Dakota and South 
Dakota, began a series of twelve meet- 
ings to extend through May 10, H. E. 
Young, vice-president of Northern 
States Power Company advises. 

During the past four years, Mr. 
Young states, more than 200 meetings 
have been held by this group in the 
principal trading centers of the region 
and into which flows the retail business 
of more than half of the total wired 
homes. National programs of the Mod- 
ern Kitchen Bureau have been a major 
activity of the promotional group and 
representatives of the bureau participate 
in and address the meetings. 


Dealers Join Up 


In Minneapolis, Mr. Young said, the 
Electric Appliance Dealers Associa- 
tion is, in co-operation with Northern 
States Power Company, co-operating 
fully with bureau programs. This co- 
operation takes the form of advertising 
in newspapers, on billboards, over the 
radio and through direct mail, coupled 
with hundreds of promotional meetings. 

The all-electric kitchen theme of 
M.K.B. has developed the idea of en- 
semble selling throughout the area. 


M.K.B. in NORTHERN STATES—Combination window and lobby 
Minneapolis offices of Northern States Power Co. ties in with “MKB Range Revue.” 
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Dealers have been quick to see that 
all-electric kitchens in their stores not 
only make them more attractive but 
make sales easier, not only on all-elec- 
tric kitchens but on the component 
major appliances that go to make up 
all-electric kitchens. 


Court Values Utility 
Property at $6,011,556 


A federal court jury at Tacoma set 
$6,011,556 as the purchase price of the 
properties of the Washington Gas & 
Electric Co. at the condemnation trial 
brought by Public Utility District One 
of Cowlitz County. 

The company had maintained the 
properties were worth $7,500,000 and 
the PUD claimed they were worth but 
$3,850,000 The trial is considered a 
yardstick for future condemnation nego- 
tiations between public and private 
power interests. 

Following the verdict, it was ru- 
mored that the PUD would decline to 
purchase the properties and would be- 
gin negotiations with Bonneville Au- 
thority to bring in electricity which 
the PUD would distribute as a com- 
peting service. The rumor, however, 
was not confirmed. 
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Study of Customer Load 
Guide to System Growth 


Kansas City Power & Light compiles information with respect to 
approximately 800 residential customers—Average consumption 
shows steady gain with improvement in load factor 


Kansas City Power & Light Co. is 
making a study of the diversity of the 
loads of consumers by summarizing the 
information obtained from the demand 
charts of those consumers purchasing 
power at rates based on the consumer’s 
demand in kilowatts, according to Ches- 
ter C. Smith, president. 

In addition to this study the com- 
pany has installed 150 HCB type me- 
ters on individual consumers supplied 
from four different transformer sta- 
tions, which HCB meters will give the 
demands of the individual consumers 
and the diversity of same with respect 
to the transformer station. 


For a number of years, Mr. Smith 
said, the company has maintained de- 
mand meters on_ twenty-one trans- 
former stations in the residential. area 
at various locations throughout Kansas 
City, which locations are a fair cross- 
section of the city as a whole, and has 
compiled the information in the ac- 
companying table with respect to the 
loads of approximately 800 residential 
customers. 

The table shows the constant in- 
crease in customer use of service with 
a stable kilowatt demand. The total 
kilowatt-hour losses between secondary 
side of transformers and consumer’s 





Load Study of Approximately 800 Residential Consumers 


Year Ended Year Ended Year 
4/30/39 4/30/38 1935 
1. Number of consumers, BVOTAGE. ..-- 0s ener ee eeee eer ereeeeees 7 782 
2. Total kw.-hr., consumers’ meters.................ccecceeeeeees 823,341 799,684 689,111 
Be Ss Noosa F556 oc iivee sc coesussccccccsecces ,044, 1,017.4 881.2 
4. Total number of rooms, all consumers.....................005- 4,613 4,634 4,553 
5. Avg. No. of rooms per consumer.................2-.ceceeeeee 5.85 5.90 5.82 
Be es, OE WE I Ea 65 a i oii n ig oo oc a pesectacegs 178.48 172.56 151.35 
7. Simultaneous maximum demand at consumers’ meters........ 243.74 240.27 226.72 
ee Ee || re ee eee ee rer reer ree 0.31 0.31 0.29 
i SO I NE UD ais ca voce bu cescnconctessvscucsewies 0.053 0.052 0.50 
10. Total kw.-hr. losses between secondary side of transformers 
eee NE aku bis waves ncteeectseces 46,513 48,819 70,361 
11. Losses betweer transformers and consumers’ meters, per cent 5.35 5.75 9.26 
12. — factor (based mS oe aoe simultaneous demand at : 
onsumers' meters), per cent.................cceeeeeeeeeee 38.56 37.99 34.70 
13. Load factor (based on Steel "idee and simultaneous 
maximum demand at secondary side of transformers), 
I eee Sw Backs vueee be 6 on.cneecese ecebhasanees 38.70 38.30 36.33 
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meters has shown a sharp decline from 
1935. Also, the load factor has been 
bettered. 

Mr. Smith said that the losses in per 
cent between transformers and con- 
sumer’s meters (line 11), and the dif. 
ference between the year 1935 and the 
years ended April 30, 1938, and April 
30, 1939, is the result of the use of 
sequence metering. Approximately 44 
per cent of the meters included in the 
study are now of the sequence type 
and these were installed in areas where 
the company experienced considerable 
diversion of the electricity. The study 
shows that the load of the residential 
consumer has a fairly high load factor 
and the maximum demand occurred 
during the month of December. 


New TVA Construction 
Amounts to $1,824,000 


Nashville Power Board has announced 
that to meet a rapidly increasing load, 
now totaling 70,000 kw., a new 154-ky. 
transmission line will be constructed 
from Columbia to Nashville, three local 
substations will be rebuilt and the 
local steam plant will be remodeled. 

Total cost of this work will be $1,700,- 
000, according to Power Board Chair- 
man W. C. Baird, and erection of the 
transmission line is scheduled for 
November. 

In South Memphis General Electric 
has secured contracts for three trans- 
formers to cost $124,425. The trans- 
formers are being installed, Major 
Thomas H. Allen of Memphis stated, 
to take care of load increases, and con- 
sumption has been improved consid- 
erably, he said, through electric appli- 
ance campaigns. 


PLANT MODERNIZATION—Kansas City Power & Light has made extensive 
changes at its Northeast Station to increase efficiency and guard against fire 
and water hazards. Below is the switch house ventilating fans and air filters 
which were installed. The other shows temporary protection over the gen- 
erator benchboard during the installation of the ventilating system. Fire walls 
were also installed 
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Utility Efficient: 
Board Ends Inquiry 


New York Public Service Commis- 
sion has closed a proceeding which it 
instituted for the purpose of ascer- 
taining the reasons for the failure of 
the New York State Electric & Gas 
Corp. to build sufficient rural electric 
line extensions to keep pace with the 
growing demand for electric service 
in the rural areas of the state. 

A report by Commissioners Neal 
Brewster and Maurice C. Burritt, which 
the commission approved, concludes 
that the continuance of the proceeding 
is unnecessary. “When all factors in- 
volved in this proceeding are consid- 
ered in their entirety, including avail- 
ability of funds, steady demand for 
extensions, and the very large propor- 
tion of the rural area of the state 
served by this utility, it is our belief 
that on the whole the problem has 
been handled in as efficient a manner as 
the general financial condition of the 
company would permit,” says the re- 
port. 

The report~indicates that in 1939 
the company constructed 701 miles, 
which was 45.6 per cent, of the total 
rural mileage of 1,538 reported to the 
commission as built by all private and 
municipal utilities in New York State 
during the same period. Figures are 
presented in the report to indicate 
that in the four years ended December 
31, 1939, the company expended $4,226,- 
010 in completing construction of 2,713 
miles, and partial construction of an 
additional 484 miles. To complete the 
construction of 484 miles and also 473 
additional miles of line not yet begun, 
but included in various programs, will 


require an additional expenditure of 
$863,873. 


Forms Customer Bureau 


Designed to promote a closer rela- 
tionship between company and cus- 
tomer, Utah Power & Light Co. has 
recently formed a new department, the 
customer service bureau. For the pres- 
ent the activity is being confined to the 
Salt Lake division. Olin H. Ririe out- 
ined the program and placed it in 
operation. 


Plans New Substation 


W. H. Munro, general manager and 
director of the Ottawa Electric Co., 
announced that a new 4,000-kw. 
substation would be erected at Nelson 
t, between York and Rideau 

, Ottawa, to cost $125,000. The 

Rew station will replace a smaller unit. 








YOUNG MEN’S CONFERENCE—Pictured above is a portion of the attendance at the 
luncheon meeting of the third annual state-wide Indiana Young Men’s Utility Confer- 
ence held in Indianapolis; standing are speakers, officers and committee members 





Employees Discuss 
Industry Problems 


Problems of the public utility indus- 
try were discussed at the all-day session 
of the third annual state-wide Young 
Men’s Utility Conference held Tues- 
day, April 16, at Ipalco Hall, em- 
ployees’ center of Indianapolis Power 
& Light Co. in Indianapolis, Ind., and 
sponsored by the Indiana Electric As- 
sociation. 

With representatives present from 
practically every Indiana utility, the 
total registration reached 436, a greater 
number than was recorded at the two 
previous meetings. Roy E. Blossom, 
executive secretary of the Indiana Elec- 
tric Association, was general chairman 
of the conference. 

G. J. Oglebay, vice-president of the 
Public Service Co. of Indiana, was 
chairman of the morning meeting and 
P. W. Ross, executive assistant of In- 
dianapolis Power & Light Co., was 
toastmaster at the luncheon and pre- 
sided in the afternoon meeting. 

Subjects discussed in the morning 
included: “Effect of Fluorescent Light- 
ing on Future of Industry,” by W. P. 
Thayer, Midland division, lamp depart- 
ment, General Electric Co., Indianapo- 
lis, Ind.; “Opportunity for Young Men 
in Electric Utility Business,” J. Calvin 
Hill, assistant secretary, Indiana Serv- 
ice Corp., Ft. Wayne, Ind.; “Original 
Cost Study,” Leonard P. Spacek, Ar- 
thur Anderson & Co., Chicago, Il. 

At the afternoon session “Present 
Day Utility Financing” was discussed 
by A. E. Bryson, vice-president of 
Halsey, Stuart & Co., Inc., Chicago, 
Ill., and “Inter¢éonnected Systems” by 
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A. R. Tomlin, transmission engineer 
Northern Indiana Power Co., Indianap- 
olis, Ind. 

“The financial status of your indus- 
try is sounder today than at any other 
period,” Mr. Bryson said. “Topheavy 
and complicated superstructures have 
been modified, capital set-ups have been 
simplified, debts of the stronger op- 
erating units have been consolidated 
and refunded for long periods at pre- 
viously unheard of interest rates. De- 
preciation and maintenance charges 
have been increased, mortgage provi- 
sions strengthened and sinking funds 
and other debt retirement features in- 
troduced. Necessity has resulted in the 
inauguration of numerous economies 
and the elimination of inefficiency, lead- 
ing to better control than ever before 
of non-fixed expenditures. Truly con- 
ditions are ripe for a healthy forward 
movement if the restraining barriers 
can be removed.” 


New York Air Conditioning 
Gains in First Quarter 

During the first three months of this 
years 161 air-conditioning installations, 
totaling 7,585 hp., were added to the 
lines of the Consolidated Edison Com- 
pany of New York, Inc., according to 
E. F. Jeffe, vice-president. In the same 
period of last year 127 installations, 
totaling 6,057 hp., were added. 

Included in the total number of 
installations this year were 138 self- 
contained conditioner units, totaling 303 
hp. These units included room cool- 
ers, store units, etc. 
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World's Fair Lab. Draws 
Boy and Girl Scientists 


*Hundreds of boy and girl scientists 
with an average age of 16 are eagerly 
working, it was reported today, in high 
school laboratories located in 30 Ameri- 
can cities in the hope that their elab- 
orate experimental brain children will 
win them trips to the “Showcase 
Laboratory” in the World’s Fair. 

Dr. H. C. Parmelee, president of the 
American Institute of the City of New 
York, stated that the best exhibits built 
by the young scientists would be 
brought to the students’ science lab- 
oratory in the Westinghouse building 
at the fair. The youngsters in the Show- 
case Laboratory will demonstrate their 
creation and explain projects in their 
own words to visitors. Activities are to 
be divided into five general categories, 
physics, chemistry, biology, nature 
studies and physiography, and will be 
under the supervision of accredited 
teachers who will help in the work and 
answer questions. 

The students’ science laboratory at 
the Westinghouse building will be oper- 
ated under the joint auspices of the 
American Institute of Science and Engi- 
neering Clubs and the Board of Educa- 
tion of New York City. 


Cleveland Seeks Funds 
for Plant Expansion 


Department of Light and Power, 
Cleveland, Ohio, has requested an addi- 
tional appropriation of $151,000 from 
the City Council for construction work 
on municipal power plant expansion at 
Lake Front Road and East 53d Street, 
and a resolution is now before that 
body to provide such a sum. 

A contract award for substructure 
and superstructure for plant extension 
has been made to Lombardo Brothers 
Construction Co., 1770 East Eleventh 
St., Cleveland, at $679,000. It is now 
determined that the extra appropria- 
tion is required for wood support for 
piling ($11,360), upper section wood 
support and excavation ($98,325), pipe 
sleeves ($24,689), and remainder 
($16,626) for dewatering and miscel- 
laneous work. 


Bonneville Reports Sale 
of Power From Project 


The Bonneville Power Administration 
reports that during the last six months 
of 1938 net generation was 21,646,500 
kw.-hr., sales totaled 19,039,397 kw.-hr. 
and billings totaled $31,654. 

During the first six months of 1939 
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generation totaled 12,556,333 kw-h hy 
sales were 11,037,896 kw.-hr. and bill- 
ings totaled $18,352. During the last 
six months generation totaled 132,027,- 


231 kw.-hr., sales were 117,574,415 kw.- 
hr. and billings totaled . Bill- 
ings for the period July, 1938-Decem- 
ber, 1939, totaled $258,292. The max- 
imum demand was 77,000 kw. in De- 
cember, 1939. 





MEETINGS 


American Society of og « jineers — 
Spring meeting, Worcester, ay 1-3; 
semi- onaue meeting, Milwaukee . Wh june 
17- E. Davies, national secretary, 29 W 

39th se “New Yo rk, N. Y. 

Edison Electric Institute—Technical committees, 
Edgewater Beach Hotel, Chicago, Ill., May 
a rg convention, “Atlantic City, N. J 
une 


mectng, Machinery Association — Annual 
Sy mg in he Pomastend, Hot Springs, Va., 
ay ? 


mcueainns El ic Exchange — Annual confer- 
ence, Hotel oonehe, Roanoke, Va., May 9- 
. Talley, executive secretary, 308 Haas- 
Howell Bidg., Atlanta, Ga 
National Fire Protection Association — Annual 
en, Atlantic City, N. J., May 611. Robert 
ulton, technical secretary, Batterymarch 
3. “ ston, Mass. 
Air Conditioning Starignctonens’ Association — 
Ganent | eee > e Homestead, Hot Springs, 
Va., May Il illiam B, Henderson, executive 
vice-president, Southern Building, Washington, 


South Dakota Central — Conference—Annual 
meeting, sponso the Rete Central Elec- 
tric Association, Sout Falls, S. D., May 

E. Olson, secretary-manager, on Central 
Electric Association, Plymouth Bldg., Min- 
neapolis, Minn. 

National Electrical Manufacturers Associa 

prin “as The Homestead, Hot Springs, 
Va., 12-17. W. J. Donald, managing di- 
rector, Iks East 44th St., New York. 


National District Heating Association — Annual 
meeting, French Lick nines Hotel, French 
Lick, Ind., May 14-17. John F. Collins, Jr., 
secreta Soi 1231 Grant Building. "Pitts- 
burgh, 

Empire Stete Gas and Electric Aanpciation-Giae: 
tric operating group, New York, N. Y., May 17. 
George H. Smith socoatery. Grand Central 
Terminal, New York, N, 

National Electrical Waa Association—An- 
nual convention, The Homestead, Hot Springs, 
Va., May 19-23. E. Donald Tolles, managing 
director, 165 Broadway, New York, N. Y. 

Pacific Coast Electrical Assoclation—Annual con- 
vention, Hotel Oeilund: Oakland, wy May 
22-24. ‘Harold O. Noack, Hubbard Co., 
Oakland, convention chairman. 


Northwest Electric Light and Power Association— 
Accounting and business pratiies, Be section, Ben- 
son Hotel, Portland, Ore., May 23-24. Berkeley 
Snow, executive secretary, 707 Spalding Bidg., 
Portland, Ore 

National Association of Purchasing Agents—An- 
nual convention, Netherland Plasa otel, Cin- 
cinnati, Ohio, June 3-6. A. Renard, execu- 
oe secretary-treasurer, |! Park Place, New 
ork, N. 

Public Utilities Advertising Association — Annual 
coqventien Palmer House, Chicago, Ill., June 
3-24. H. W. Olcott, Bozell & Jacobs, Indian- 
roonel Pe von 

American Society for Materials—Annu 
at: Chalfonte- oda Hall, eae ci, 

June 24-28. R. E. Hess, assistant sec 


; or "260 South Broad St., Philadelphia, < 


American Institute of Electrical Engineers—Sum- 
mer convention, Swampscott, Mass., Julie 24-28. 
H. — national secretary, 33 West 
39th St., New York. 


Society for the Promotion of f Eaqiocarteg Educa- 
nt oe oS meeting, Uni of California, 
Berkeley, Calif., June 24-28 


Canadian Electrical Association—Fifti eth annual 
convention ow na x" ty ene, Cub, 
P. ©., Canada, June 25-28 F, irchild, 
secretary, oo Tramways ” Bidg., Montreal, 
Canada. 





Bonneville Sells an 
Additional 32,500 Kw. 


The Bonneville Power Administration 
announced that it will deliver a second 
block of 32,500 kw. of power to the 
Aluminum Company of America, which — 
is now building its first Western re- 
duction plant at Vancouver, Wash. The © 
company signed a 20-year contract last — 
December for an initial 32,500 kw. of 
power. The new contract runs for five — 
years and increases the company’s total 
demand for Bonneville power to 65,000 
kw. 

The company advised Paul J. Raver, 
Bonneville Power Administrator, that 
it would immediately begin construction 
of the additional unit made possible by 
the additional power supply. = 

Power is being sold to the Aluminum 
Company on the basis of $17.50 a year — 
for each kilowatt, which is the stand- 
ard wholesale power rate at all points 
on the Bonneville system outside of a 
15-mile zone around the dam. 

The new contract brought the total 
contractual obligations of the Bonne 
ville Power Administration to 97,610 
kw. and placed the administration in 
the position of selling power ahead of 
the actual installation of its generating 
capacity. 


Co-op Not Public Utility, 
Utah High Court Rules 


In a unanimous decision the Utah 
Supreme Court held that the state Pub- 
lic Service Commission has no jurisdic- 
tion over non-profit electric power co- 
operatives and that such a co-operative 
is not a public utility. 

The court instructed the commission 
to vacate an order of August 10, 1939, 
in which the commission assumed juris- 
diction over the Garkane Power Co., 
Inc., plaintiff in the case. 

The case came before the court on 
a writ of certiorari brought by the 
Garkane Power Company, which oper- 
ates in Garfield and Kane counties in 
central Utah. 


Electric Cooking Films 


The Commercial Electric Cooking 
Council has under advisement the 
preparation of one or more sound slide 
films to show the advantages of com 
mercial electric cooking equipment in 
food-serving ‘establishments. The first 
film will feature counter and pantry 
equipment and the later ones will im 
clude some heavy-duty equipment. The 
films will be sold at — $10 


each. 
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2 Right off, I made him feel better. I told the 
boss how easy and cheap we can repair the 
company’s new L-M Transformers if and 
when those new L-M jobs ever need repair. 


3 | showed the boss how the whole L-M Core and 
Coil assembly can be hoisted from the tank with- 
out even removing the bushings. L-M bushings are 
recessed in pockets, allowing plenty of clearance. 
Saves time and work right at the start of the job. 





Today’s growing loads put transformers “on 
the spot”. Wherever load rise is particularly 
rapid there is increased danger of overload 
and consequent repair costs. And experienced 
operating men well know that transformer re- 
wind and re-core costs can be prohibitive. That 
is why the time and money you can save in 
repairing an L-M Transformer is a major con- 
sideration to every man who buys transformers. 
Look into this important economy feature of 


L-M Transformers at your first opportunity. 


INE MATERIAL CQO. 





4 L-M duplicate coils is another thing I pointed out, 
If L-M coils should get damaged you don’t buy a 
whole new core and coil assembly. L-M makes 
exact duplicate coils that slip over the old 
core legs. It’s a time-saving, money-saving idea. 
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17,520 SAFETY HOURS—Central Divisic 
Oklahoma Gas & Electric receives 
Owens for two consecutive years 
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ERIE THEATRE KITCHEN-—Erie (Pa.) Lighting Co. and Erie County Electric Co. tie in with Modern Kitchen 
Bureau 1940 promotion through display (above) in local theatre lobby. Salesmen of local dealers take 
turns answering questions and 
explaining advantages of elec- 
tric cooking 


< 


FAIR AND COOLER—Visitors 
to Singing Tower in theme 
center of Westinghouse ex- 
hibit at 1940 World’s Fair will 
experience an eight degree 
temperature drop as they near 
new 15-waterfall cascade now 
under construction 





CAPACITANCE ON WHEELS—Pennsylvania Power & Light will use fhis ne 
unit for emergency service work. G. E. built, the equipment is raed at 
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$20,000 LIGHTING FIXTURE—Chief means of illumination at the cocktail lounge of San Francisco’s St. Francis 
Hotel is this ceiling of lucite. Approximately 150 floodlights equipped with 200-watt lamps and color lenses are 
thyratron controlled through a seven-minute color cycle 
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PATENTS AND PROGRESS—One corner of the Patent Show held recently in Washington, D. C., typifies electri- 
cal progress exhibits with displays of meters, motors, transformers and relays 





Cable oils sent to the rotating tray 
may be doomed, for here their ability ~ This is a precision rotating-tray, air circulated 
to resist “breakdown” is determined i 1 aging oven through which Anaconda engineers 


1 a: determine best oils for cable saturants. 
—— research keeps cable users from i i 
the predicament of the small boy who 
finds that the “merry-go-round” has broken 
down. Anaconda engineers continually are 
building greater resistance to “breakdown” 
into Anaconda wires and cables through 
tests such as the one shown here. 
It is an oil aging oven in which there is 
less than 42° total temperature differential 
at all times. It is a severe test for the oils 
and only those that stand up...those that 
show the greatest chemical and electrical 
stability...are chosen. Further improve- 
ments in cable saturants are facilitated by 
laboratory methods of saturating tape wound 


cable models and subjecting them to cycles eESy oo se a 
of elevated temperature and stress. a lt ere ee ee ee eT ee 


Painstaking research methods like these — flresnongen dee —e 

can mean but one thing to you... that 
wires and cables bearing 
the Anaconda trademark 
are of the highest quality. 
40351 
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Left—dielectric properties of cable models under 
test are studied by means of this bridge. 








Week's Output Rise 
Less than Seasonal 


With a gain of less than seasonal 
proportions, production of electricity by 
the electric light and power industry in 
the week ended April 20 rose to 2,421,- 
576,000 kw.-hr., slightly under a 0.2 
per cent increase over the preceding 
week, according to the Edison Electric 
Institute. 

Output for the week of-April 20 was 
10.1 per cent above that in the corre- 
sponding week last year, 24.2 per cent 
higher than in the corresponding week 
of 1938 and 10.7 per cent in advance 
of the corresponding week of 1937, 
previous high output year. The latest 


Weekly Output Millions Kw.Hr. 


1940 1939 1937 
Apr. 20 2,422 Apr. 22 2,199 Apr. 24 2,188 
Apr. 13 2,418 Apr. 15 2,171 Apr. 17 2,173 
r. & 2,381 Apr. 8 2,174 Apr. 10 2,176 
jar. 30 2,422 Apr. | 2,210 Apr. 3 2,147 
Mar. 23 2,424 Mar. 25 2,199 Mar. 27 2,200 
Mar. 16 2,460 Mar. 18 2,225 Mar. 20 2,211 


Per Cent Change from Previous Year 


Week Ending 

Apr. 20 Apr. 13 Apr. 6 

New ME bss veeccs + 8.2 6.4 f 2.8 
Middle Atlantic ....... + 8.46 10.4 + 65 
Central Industrial ..... +12.9 45 +413.0 
West ee sia dicks 7. 8.0 5.1 
Southern States ....... +12.7 12.8 4103 
Rocky Mountain ...... +144 14.2 18.4 
POLING atic canh ccees + 0,7 + 2.0 + 6.2 
United States ........ +10.1 +114 +96 


Billions of Kw-Hr. 
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output figure was 8.3 per cent under 
last winter’s peak; corresponding de- 
creases for 1939, 1938 and 1937 were 
7.4, 11.4 and 4.0 per cent, respectively. 

Most of the major geographic regions 
showed drops in output for the week 
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ended April 20 as compared with the 
preceding week; New England, with a 
rise to 8.2 per cent over 1939, and the 
Rocky Mountain region, which ad- 
vanced to 14.4 per cent, were excep- 
tions. 





Utility to Provide 
150,000 kw. Capacity 


A contract under which the Southern 
California Edison Company will sup- 
ply the Pacific Gas & Electric Com- 
pany with 150,000 kw. of assured ca- 
pacity during 1942, 1943 and 1944 was 
approved April 12 by the California 
State Railroad Commission. This con- 
tract also assured P. G. & E. of 75,000 
kw. in 1941, with an option to take 
up to 100,000 kw. in 1945. 

Approximately $6,500,000 will be ex- 
pended by the Edison company in 
fulfilling the demands of the contract, 
according to Fred B. Lewis, vice-presi- 
dent and general manager. A second 
transmission circuit from Boulder Dam 
will be built, new switching equipment 
will be installed at a cross-over station 
and several major substations, and vari- 
ous other additions will be made to the 
company’s main transmission system. 

Arrangements have been made with 
the federal government for the instal- 
lation of additional generating facili- 
les of 82,500 kw. capacity at Boulder 
m. Two such generators are now in 
ise by the Edison company. Cost of 
t project given above does not include 
he latter item. Construction operations 










are expected to begin about August 1, 
and will be completed before January 
1, 1942. 

Decision to supply increasing de- 
mands for power in its service terri- 
tory by purchasing power from the Edi- 
son company rather than installing addi- 
tional generating facilities of its own 
are made by P. G. & E. in order that 
it will be in a position to absorb a large 
amount of power which will be made 
available in 1945 from the Central Val- 
ley Project’s Shasta Dam. Additions 
now being made to its generating sys- 
tem will take care of added load until 
the beginning of 1942. 


Canadian Output Lower 


Output of central electric stations in 
Canada during the month of February 
totaled 2,367,031,000 kw.-hr., compared 
with 2,526,143,000 kw.-hr. in January 
and 2,214,174,000 in February, 1939, 
according to figures reported by the 
Dominion Bureau of Statistics. Exports 
to the United States declined to 139,- 
908,000 kw.-hr., against 153,491,000 
kw.-hr. the previous month and 149,- 
050,000 kw.-hr. in February, 1939. 
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Georgia Power Lamp Sales 


Georgia Power Co. sold 91,422 
Mazda lamps during the first two 
months this year, 116.39 per cent of 
quota. Sales of L.E.S. lamps during the 
same period totaled 1,775, or 84.93 
per cent of quota. 


Will Spend $1,437,000 


Pennsylvania Edison Co. will spend 
$1,437,000 this year for improvements 
to property in central and southern 
Pennsylvania, according to William H. 
Wade, vice-president. The program, 
largest to be undertaken since 1930, 
calls for enlarging two substations and 
construction of a new substation at 
Altoona. 


Approves Sale of System 


Middleton, Wis., voters by a count 
of 319 to 214 recently decided in favor 
of selling the municipally owned dis- 
tribution system to the Madison Gas & 
Electric Co. The state Public Service 
Commission had already approved the 
sale. 
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C. H. Lang Named Manager 
of G. E. Apparatus Sales 


Chester H. Lang, manager of General 
Electric’s advertising and sales promo- 
tion activities since 1932, has been 
named manager of apparatus sales and 
vice-chairman of the company’s appa- 
ratus sales committee. 

As advertising manager and a mem- 
ber of both the apparatus and appli- 
ance sales committees Mr. Lang has 
been intimately associated with all com- 
mercial activities of the company. He 
organized its market research bureau 
in 1932, a section devoted to sales analy- 
sis of existing and contemplated prod- 
ucts. 

Entering the employ of General Elec- 
tric in 1919 as a traveling auditor, he 
served successively as assistant man- 
ager of the publicity department, comp- 
troller of the budget and then as ad- 





vertising manager. He also served as 
General Electric’s manager of broad- 
casting. 

While comptroller of the budget he 
devised a sales direction plan which 
has proved to be an effective aid in the 
planning and operation of the com- 
pany’s sales departments and field 
offices. 

Mr. Lang is also well known in the 
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field of organized advertising, having 
served for two years as president of 
the Advertising Federation of America, 
later chairman of the board. He is an 
active member of the Association of 
National Advertisers, having served on 
various member committees. 


> Epwarp O’CALLAGHAN, assistant gen- 
eral counsel of the Rural Electrification 
Administration, has resigned to join the 
Pepsi-Cola Co. in New York in a legal 
capacity. His successor is expected to 
come from within REA, it is reported. 


> Joun S. Daviwson, who has been 
connected with the Pennsylvania Power 
& Light Co. since 1935, has been ap- 
pointed manager of the Hazleton divi- 
sion. He first served in the sales de- 
partment at Allentown and was pro- 
moted to district manager at Allentown 
about a year ago. Mr. Davidson was 
formerly associated with the Nebraska 
Power Co., of which his father, J. E. 
Davidson, is president. 


> Wituiam A. Ditrmer has been ap- 
pointed chief of the system planning 
and marketing division of the Bonne- 
ville power administration, to succeed 
James I. Metcalf, resigned. Mr. Ditt- 
mer goes to the Oregon appointment 
from Hawaii, where for the past year 
he has been consultant for the public 
utilities commission of Hawaii. A na- 
tive of Michigan, Mr. Dittmer for sev- 
eral years has been employed as con- 
sultant for several large municipalities. 
In his Bonneville position he will be 
responsible for the administration’s 
power sales program, its rate structure 
and economic planning for the entire 
transmission system. 


> Harry N. Hayes has been appointed 
general sales manager of the Coffing 
Hoist Co., Danville, Ill. Mr. Hayes has 
been connected with the company for 
a number of years, during which time 
he has acted in the capacity of district 
sales manager in various territories. 





R. S. Peare Made Manager 
G.E. Publicity Department 


Robert S. Peare. president and gen- 
eral manager of the Maqua Co., a 
printing and engraving concern afh- 
liated with the General Electric Co. in 





Schenectady, has been named manager 
of the publicity department of the Gen- 
eral Electric Co. He will assume his 
new duties at once, succeeding Chester 
H. Lang, who becomes manager of 
apparatus sales for the company. In 
his new position Mr. Peare will also 
serve as manager of broadcasting. 

A native of Bellmore, Ind., Mr. Peare 
entered the employ of the General 
Electric Co. as a student in the account- 
ing department two months after gradu- 
ating from the University of Michigan 
in 1922. The following May he was 
transferred to the advertising depart- 
ment, where he remained until 1923, 
when he returned to the statistical sec- 
tion of the accounting department, and 
a year later became assistant to the 
chief statistician. 

In 1926 Mr. Peare was elected sec- 
retary-treasurer of the Maqua Co. and 
three years\later became general man- 
ager. In 1934 he was elected president 
and has continued to fill these positions 
to the present time. 
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New Appointments Made 
by Philadelphia Utility 


Philadelphia Electric Co. has recent- 
ly announced several changes on its 
operating staff. 

Raymonp Baley, formerly assistant 
electrical engineer, electrical engineer- 
ing division, has been appointed assist- 
ant purchasing agent. Lewis R. Gary, 
formerly assistant to general superin- 
tendent, transmission and distribution, 
suburban divisions, has been appointed 
assistant electrical engineer, electrical 
engineering division, to succeed Mr. 
Bailey. 

W. G. Sremnsricut, formerly division 
superintendent of the eastern division, 
has been appointed assistant to general 
superintendent, transmission and dis- 
tribution, suburban divisions, to suc- 
ceed Mr. Gaty. C. E. Netson, formerly 
superintendent of the service mainte- 
nance division, has been appointed di- 
vision superintendent of the eastern 
division, following the transfer of Mr. 
Steinbright. R. P. Brotzman moved 
up from the position of assistant super- 
intendent to that of superintendent of 
the service maintenance division. 


H. G. Haydon Made Head 
of Maryland Association 


Harold G. Haydon, comptroller Po- 
tomac Electric Power Co., Washington, 
D. C., was elected president of the 
Maryland Utilities Association at the 
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recent annual convention held in Balti- 
more. 


A native of Virginia, Mr. Haydon’ 


entered the employ of the Potomac 
Electric Power Co. in 1910 and was 
appointed comptroller in 1933. He was 
elected a director of the Maryland Util- 
ities Association in 1937 and 1938 and 
Was appointed vice-president in 1939. 

Mr. Haydon takes an active interest 
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in civic affairs of Washington and is 
closely allied with the business and 
commercial groups in the nation’s cap- 
ital. 

“ 


> Hucu A. Gatt has retired as vice- 
president of the Pittsburgh Plate Glass 
Co. after more than 40 years of service 
with the company and its affiliates. He 
continues as a director of the company. 


> Joun V. Jirasexk has recently joined 
the Worthington Pump & Machinery 
Corp. as a special representative to the 
petroleum and chemical industries, 
with headquarters at the company’s gen- 
eral offices in Harrison, N. J. For the 
past twenty years Mr. Jirasek has been 
engaged in research, experimental and 
development work with leading firms 
in the petroleum field. 


> L. G. Snyper has joined the Metro- 
politan Device Corp., Brooklyn, New 
York, as sales manager in charge of 
central station sales. Mr. Snyder was 
formerly connected with the Consumers 
Power Co. at Jackson, Mich., Tennessee 
Electric Power Co., Westinghouse Elec- 
tric & Manufacturing Co. and more re- 
cently with Landis & Gyr, New York. 


> Pror. Harotp K. Barrows of the 
civil engineering department of the 
Massachusetts Institute of Technology 
and widely known consultant on hy- 
draulics, flood control and water power, 
with offices in Boston, Mass., is to 
retire from active teaching in June 
after 31 years connection with the in- 
stitute. Pror. CHartes W. Berry of 
the department of mechanical engineer- 
ing, who has won a wide reputation for 
his work in internal combustion en- 
gines, heat engineering and refrigera- 
tion, also becomes professor emeritus 
at the close of the present academic 
year. Dr. Joun W. M. Bunker, noted 
biologist and authority in electrochem- 
istry, has been named dean of the grad- 
uate school of the institute. 


OBITUARY 


> Henry H. Norris, 67, former head 
of the electrical engineering department 
at Cornell University, at one time man- 
aging editor of the Transit Journal, and 
since 1923 in charge of employee edu- 
cation and various personnel matters 
for the Boston Elevated Railway, died 
at Jamaica Plain, Mass., on April 14, 
after several weeks’ illness. Professor 
Norris was a native of Philadelphia and 
was educated at Johns Hopkins and 
Cornell universities. He was a widely 
known authority on the economics of 
urban transportation and served with 
high distinction in the fields of jour- 
nalism and education. 


27. 1940 


Arthur L. Rae 

Arthur L. Rae, comptroller of the 
American Water Works & Electric Co., 
died April 14 in New York, after a 
brief illness. He was 49 years old. 
Mr. Rae was prominently identified with 
the accounting profession and the pub- 
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lic utility industry. He entered the 
employ of American Water Works as 
assistant comptroller in 1926. In 1930 
he was elected comptroller. Mr. Rae, 
who was a member of the Comptrollers 
Institute of America, attended the Har- 
vard Graduate School of Business Ad- 
ministration following graduation from 


Williams College. 


> Epwarp L. Brupaker, 64, distribu- 
tion superintendent for the Indiana & 
Michigan Electric Co., at Elkhart, Ind., 
for the past 30 years, died in his sleep 
April 8 in his rural home north of 
Elkhart. He had been afflicted with 


a heart ailment for several years. 


> Guy L. BayYLey, a partner in the engi- 
neering firm of Sanderson & Porter, 
New York, died of coronary thrombosis, 
April 21 at New York Hospital. He 
was 69 years of age. For a number of 
years Mr. Bayley, who was born and 
educated in California, was employed 
by electric public utilities on the Pa- 
cific Coast, notably the Pacific Gas & 
Electric Co. and Sierra & San Francisco 
Power Co., and in 1916 he erected the 
hydro-electric plant in Yosemite for 
the Department of the Interior. He 
was chief of the mechanical and elec- 
trical departments of the Panama- 
Pacific Exposition in 1915. He then 
became interested in foreign exporta- 
tions, touring Japan, Korea, China, 
Siam, the Straits Settlements, Java and 
Sumatra as assistant to the president of 
the Federal Export Corp. of New York 
City. He joined the staff of Sanderson 
& Porter in 1922 and in 1930 was ad- 
mitted to partnership. 
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G.E. Profit Up 62% 
in First Quarter 


Sales billed by the General Electric 
Co. during the first quarter of 1940 
amounted to. $85,949,194, compared 
with $68,537,269 during the same 
quarter last year, an increase of 25 per 
cent, President Charles E. Wilson an- 
nounced to the stockholders of the com- 
pany at their recent annual meeting in 
Schenectady. 

Profit available for dividends 
amounted to $11,951,450, or 41 cents a 
share, for the first quarter this year, 
compared with $7,373,431, or 26 cents 
a share, for the first quarter last year, 
an increase of 62 per cent. A dividend 
of 35 cents a share for the first quarter 
is payable to stockholders on April 25, 
compared with 25 cents a share paid 
for the first quarter last year. 

Orders received during the first 
quarter of 1940 amounted to $97,490,- 
047, compared with $86,882,953 for the 
same quarter of 1939, an increase of 12 
per cent. 


Electric Truck Shipments 
Show First Quarter Gain 


Domestic shipments of electric in- 
dustrial trucks and tractors during 
March numbered 119, as compared 
with 119 in February and with 86 in 
March a year ago, according to the 
Department of Commerce. 

For the first quarter of 1940 domes- 
tic shipments totaled 350, as against 
186 in the first quarter last year, and 
with 242 in the first three months of 
1938. 


Reports Increased Orders 


Orders and shipments for the first 
quarter of 1940 are ahead of the 1939 
period, R. C. Norberg, president of the 
Electric Storage Battery Co., said at 
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the annual meeting of stockholders 
held recently in Camden, N. J. For 
the first time since 1930, he asserted, the 
company earned its full first quarter 
dividend of 50 cents a share after taxes. 


Turbine Orders Tend 
Toward High Ratings 


Of the 1,000,000 kw. of turbine-gen- 
erators of 10,000-kw. and over rating 
ordered from General Electric Co. dur- 
ing the fourteen months ended Febru- 
ary 29 85 per cent will use initial 
steam pressure of 800 lb. and above, 
with more than 50 per cent in the 
1,200-lb. range. 

Similarly, 85 per cent will use initial 
steam temperature of 900 F. and above, 
60 per cent being in the 900 to 925 F. 
range and the other 25 per cent in 950 
F. and above temperature class. 

C. S. Coggeshall, manager of the tur- 
bine division, said that 80 per cent of 
the 1,000,000 kw. will be produced by 
generators cooled by hydrogen instead 
of air. The average hydrogen ma- 
chine is 43,700 kw. and the average 
air-cooled machines ordered is 28,900 
kw. Two-thirds of the total capacity 
is made up of 3,600-r.p.m. turbines, 
averaging 36,800 kw, and the average 
capacity of the 1,800-r.p.m. machines 
is 62,800 kw. 


Good Washer Sales Seen 


Edward N. Hurley, Jr., president of 
Electric Household Utilities Corp., has 
predicted that the household washer- 
ironer industry is “headed for a 1,700,- 
000-unit year.” Mr. Hurley pointed out 
that first-quarter shipments for his 
company were 28 per cent ahead of 
the same period last year and that 
shipments for the first half of April 
are up 64 per cent over the comparative 
1939 weeks. 
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Westinghouse Wages 
Total $80,916,341 


In a special report to employees 
Westinghouse Electric & Manufactur- 
ing Co. reported that it paid $80,910,- 
341 in wages and salaries last year. The 
company received from all sources a 
total of $176,653,428, of which $68,928,- 
688 was paid out for materials, sup- 
plies, fuel, transportation and replace- 
ments; $10,390,874 for taxes; $9,349,- 
421 went to common and preferred 
stockholders. In addition to wages and 
salaries, there was set aside for em- 
ployees $2,232,763 in the form of group 
insurance premiums and the Westing- 
house Annuity Trust. After these neces- 
sary disbursements were made the com- 
pany had remaining a balance of $4,- 
835,521, which was put into the reserve 
“to take care of emergency conditions, 
or to expand the business and create 
more jobs as conditions warrant.” 

The average number of employees in 
1939 was 43,732. Their average age 
was 36.77 years and their average 
length of service with Westinghouse 
10.3 years. 


York Adds Six Hundred 
Men: Sales Rise 17% 


Six hundred men have been added 
to the factory force of the York Ice 
Machinery Corp. during the past six 
months to handle the increasing air 
conditioning and refrigeration equip- 
ment orders secured, according to 
President Stewart E. Lauer. 

Exclusive of sales to other manufac- 
_turers for resale, which account for a 
very small percentage of the company’s 
total business, the corporation’s sales 
for the six-ménth period ended March 
31 exceeded the same period last year 
by 17.1 per cent. Forecasts for the next 
quarter, ending June 30, indicate 4 
substantial improvement over 1939 for 


the same period. 
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Manufacturers Issue 
Earnings Reports 


Cutler-Hammer, Inc., for the March 
quarter reports net profit, subject to 
audit, of $406,295, equal to 61 cents 
each on 659,998 capital shares. For 
the same quarter last year the com- 
pany showed a profit of $56,702 after 
ordinary taxes, depreciation and amort- 
ization and a $32,303 charge to pro- 
vide reserve for contingencies and 
inventory fluctuations, but before pro- 
vision for federal and state income 
taxes. 

For the five months to February 29 
the Emerson Electric Manufacturing 
Co. reports net profit amounting to 
$19,166, equal to $2.17 each on 8,831 
shares of $100 par 7 per cent cumula- 
tive preferred stock. 

Among the other manufacturing com- 
panies recently reports of operations 
are the following: 

CONTINENTAL-DIAMOND Fispre — Includ- 
ing wholly owned subsidiaries, for 1939, 
net income of $222,610, contrasted with 
net loss of $651,792 in 1938. Net sales were 
$5,925,144, an increase of 43 per cent over 
the 1938 volume of $4,148,720. Current 
assets on December 31 last amounted to 
$3,330,211 and current liabilities to $638,- 


829, compared with $2,722,973 and $395,- 
048, respectively. 


LispeY-OweEns-Forp Gtass—Net profit 
for first three months of 1940 amounted 
to $2,897,952 after depreciation, federal 
taxes and all charges, and was equivalent 
to $1.15 each on 2,519,958 shares of capital 
stock. In the first quarter of last year the 
_ profit was $1,722,780, or 69 cents a 
snare, 


Gets Advertising Award 


Proctor Electric Co. and John Faulk- 
ner Arndt & Co., Inc., advertising 
agency, both of Philadelphia, have won 
the Harold G. Ford award for con- 
tributing most to the science of dis- 
tribution and advertising in 1939, 
sponsored by the National Federation 
of Sales Executives. 


Graybar Change of Address 


Announcement has been made that 
the address of the Graybar Electric 
Co.’s branch office in Worcester, Mass., 
will be 165 Commercial Street. 





New York Metal Prices 
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Field Reports on Business 


Resumption of active fighting abroad again colors the general business picture. 


Sensitive commodities 


continue recent advances and numerous informed 


sources express opinion that business volume is beginning to rise, even though 
business indices lag. Some utility budgets for new construction are being 


reviewed for possible increases. 


NEW YORK 


Two facts stand out with respect to gen- 
eral. business conditions. First, the first 
quarter came up to most estimates, and, 
second, the second quarter volume is 
continuing to run at a comfortable mar- 
gin above the corresponding period a 


year ago. 

Looking ahead, well-informed sources 
here in touch with nation-wide conditions 
concur in the feeling that the six-month 
decline under way since last fall is round- 
ing out on a bottom. In summary, the 
general pattern of 1939 business is being 
paralleled so far in 1940. 

Supporting optimistic view on domestic 
outlook, ex-war, so to speak, is present 
strength in both durable and consumption 
goods. Improvement in the latter, over 
1939, is being resumed despite unseason- 
able weather in both urban and rural 
fields. In the durable goods picture gov- 
ernmental awards are running under the 
previous year, but private heavy construc- 
tion of $280,584,000 so far this year is 
12 per cent ahead of the same period in 
1939, 

Dark, gloomy weather is cushioning the 
seasonal decline in utility outputs, al- 
though local utilities face daylight sav- 
ing. effects, which begin tomorrow. 

olding company headquarters staffs 
evincing interest in current “leveling off” 
process of popular indices of business, 
and more particularly uniformly good re- 
ports on local business from affiliated 
companies, are quietly reviewing 1940 con- 
struction budgets to insure their adequacy. 
It would be premature to state that gen- 
erally 1941 budgets will be advanced, but 
it can be said that impending revisions in 
1940 budgets will all be upward. 


NEW ENGLAND 


While inquiries are running away from 
sales in this district, the demand for 
diversified electrical equipment continues 
at an encouraging rate. Crocker-Wheeler 
reports increasing interest in range drives 
for textile application. This manufacturer 
also reports the sale of two 500-kw. d.c. 
generators and one 400-kw. d.c. unit to 
the Electric Boat Corp., Groton, Conn., 
and a 400-kw. a.c. generator to the Forbes- 
Wallace’ department store, Springfield, 
Mass. Westinghouse has sold a dual drive 
exciter, costing $7,150, which will be in- 
stalled at the Newport torpedo station, 
Newport, R. I., and the Collyer Insulated 
Wire Co., Pawtucket, R. I., has been 
awarded a Navy cable contract at $14,906. 

A 225-kw. electric annealing furnace 
has been purchased by the Eastern Malle- 
able Iron Co., Naugatuck, Conn.; two 
1,785,000-gal. fuel oil storage tanks, cost- 
ing $100,000, and building operations esti- 
mated at $127,000 are in the Narragansett 
Electric Co.’s 1940 power plant construc- 
tion program at Providence, R. I. 


The New England Hotel Exhibition, 
held last week, attracted approximately 
23,000 visitors. More than $10,000 worth 
of electrical cooking appliances was sold 
and negotiations for new apparatus were 
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vigorously commenced. Appliance sales in 

ermont area continue at a good pace; 
127 refrigerators were bought during one 
fortnight recently and 28 electric ranges 
placed in the district served. 


CHICAGO 


First quarter reports received from elec- 
trical equipment manufacturers have, in 
most cases, shown very favorable results. 
Sales and earnings are well in advance 
of the comparable period last year and 
unfilled orders stand at a fairly high level. 
With a number of large scale utility con- 
struction programs in progress and a 
strengthening of the general industrial 
situation, the outlook for the second quar- 
ter appears quite promising. 

Retail sales volume has been very un- 
favorable during the past month, declin- 
ing to approximately 6 per cent a year ago. 
Electric appliances are making a better 
than average showing, however, with the 
demand for refrigerators and washers run- 
ning about 50 or 60 per cent ahead of last 
year. Air-conditioning installations have 
increased so far this year, while sales of 
room coolers are far in advance of the 
same period in 1939. 

Lighting equipment sales are fairly 
steady and substantially ahead of last year, 
while the demand for fluorescent equipment 
is extremely brisk. The number of tele- 
phones in use at the end of March showed 
an increase of 34,629 over the same date 
last year. Electrical power last week in- 
creased nearly 5,000,000 kw.-hr. over the 
previous week to 7 per cent over a year 
ago. 


PACIFIC COAST 


On the basis of building permit value 
so far this year California places five out 
of the leading twenty American cities, with 
Los Angeles and San Francisco ranking 
second and fourth, respectively, behind 
New York and Detroit. Major construction 
awards recently made included a $94,500 
electrical contract for Chino State Prison, 
California. 

Characteristic orders include insulators 
and telephone wire for U. S. Forest Serv- 
ice; $15,000 of various leaded cables for 
Oakland; beacons for Transcontinental 
Airway Service; 4,000 crossarms for a 
Bonneville system section; $12,000 for 
100-kv. transformers, 69,000-volt lightning 
arresters and 600-amp. unit for Colorado 
Big Thompson project; $73,101 for an 
84-mile wood-pole line in Coos County, 
Oregon, and $114,122 for 30-mile transmis- 
sion line between Kelso and Chehalis, 
Wash. Prospective Bonneville business in- 
cludes seven carrier telephone equipments; 
armored telephone and park cable; 10,000 
ground rods; sixty 115- and 196-kv. dis- 
connect switches and $6,000 guy strand. 
Parker Plant in Arizona needs four 30,000- 
kva. and ten 10,000-kva. transformers. 
Major appliances unit sales continue to 
average about 10 per cent better than for 
last year, which gain is partially offset by 


price decreases, amounting to 30 per cent 


or more in refrigerators. 
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Stocks and Bonds Alter Slightly 
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In a dull trading market only slight fluctuations appeared in the prices of electric light 
and power securities this week. “Electrical World” stock index dipped to 31.1, 31.5 
last week; last year 28.8. Bond index, 106.2; last week 106.1 





Toledo Edison Case 
Shows SEC Policies 


Permission by the Securities and Ex- 
change Commission this week for the 
sale of $10,250,000 of first mortgage 
bonds and sinking fund debentures of 
the Toledo Edison Co. is held in in- 
formed utility circles to be a signal 
that the SEC will not follow the prece- 
dent established in the Consumers 
Power case, (which required common 
stock sales) provided the applying com- 
pany’s plan to sell fixed income securi- 
ties has been sanctioned by state regu- 
latory authorities and provided also the 
company operates almost entirely within 
one state. 

It is said that one basic difference 
distinguishes the Toledo Edison case 
from the Consumers Power case. Sec- 
tion 6B of the Public Utility Act pro- 
vides that intrastate utility companies 
having the approval of their state com- 
mission shall be automatically entitled 
to an SEC exemption on financing oper- 
ations, although SEC may, as in the 
case of Toledo, attach conditions to the 
exemption. 

Section 7 declares that utilities not 
able to meet this intrastate test may 
be refused permission to sell securities 
if SEC does not believe the type of 
security is necessary or appropriate to 
the company, its earning power or cap- 
ital structure. 


Wisconsin Utility Files 
Amended Stock Proposal 


Wisconsin Electric Power Co., in an 
amendment filed with SEC, altered the 
proposed offering terms of its preferred 
and common stock issues. The amend- 
ment increased the dividend rate on the 
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company’s preferred stock from 414 per 
cent to 434 per cent, eliminated the 
conversion privilege of the new pre- 
ferred stock, reduced the public offer- 
ing price of the new preferred from 
$104 a share to $100 a share and re- 
duced the number of shares registered 
to 262,098 of preferred and 382,098 of 
common. The company had originally 
registered 282,098 preferred and 1,551,- 
539 common shares. 


Kentucky Board Permits 
New Security Offerings 


Kentucky Public Service Commission 
has announced that it has authorized 
the Union Light, Heat & Power Co. 
to issue and sell $4,000,000 principal 
amount of its 4% per cent notes, dated 
April 1, 1940, and to mature January 
1, 1970. It also authorized the com- 
pany to increase its capital stock from 
5,000 shares with a par value of $100 
per share to 30,000 shares of $100 par 
value. 

Proceeds from the sale of the notes 
and common stock will be used to 
liquidate presently outstanding 6 per 
cent demand notes in principal amount 
of $2,367,238; the liquidation of a 
demand loan in principal amount of 
$577,000 with interest at 6 per cent; 
the retirement of $2,835,000 principal 
amount of its presently outstanding 6 
per cent first mortgage bonds. The 
remaining cash from the sale of the 
new securities will be used for other 
corporate purposes. 


$10,000,000 Canadian Issue 


An issue of $10,000,000 first mort- 
gage sinking fund bonds, series B, 
44s, of the St. Maurice Power Cor- 
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poration was publicly offered in the 
Canadian market recently. The price 
was 99, to yield 4.56 per cent. 


Private Financing 
Planned by Utility 


Negotiations are under way for the 
private sale to a group of life insur- 
ance companies of approximately $46,- 
000,000 of bonds of the Carolina Power 
& Light Co., it was recently disclosed. 

Proceeds from the proposed issue 
will be used exclusively for refund- 
ing purposes. They will be applied to 
redemption of the $38,500,000 of fizst 
and refunding 5 per cent bonds, due 
in 1956, of Carolina Power & Light 
Co., and $7,500,000 of thirty-year first 
mortage 5s, due in 1941, of the Yad- 
kin River Power Co. The program will 
effect a consolidation of the outstand- 
ing debt into one first mortgage issue, 
according to present plans. 

Louis V. Sutton, president of Caro- 
lina Power & Light Co., said that work 
on the proposed sale was continuing, 
adding: “A satisfactory private sale 
may be worked out, but negotiations 
have not been completed.” 


Permits Utility to Buy Debt 


SEC has authorized the Public Serv- 
ice Co. of Colorado to buy $800,000 
annually of its 4 per cent sinking fund 
debentures due in 1949. The commis- 
sion, however, served notice that it 
was considering revision of its rules 
in similar cases and advised other 
companies not to take the approval 


as a precedent. 
= 


Withdraws SEC Exemption 


Public Service Corp. of New Jer- 
sey and Public Service Electric & Gas 
Co. have filed applications with the 
SEC for withdrawal of their applica- 
tions for exemption as holding com- 
panies. 





Utility Reports 


Net Income 
1940 1939 





*Detroit Edison and subs. ..$10,094,352 $9,173,942 
*Public Service of N. J. and 


subs. 
tAmerican Gas & Electric 


Od Mee iss ceciéaienasis 13,763,284 12,486,490 
Virginia Electric & Power.. 3,870,010 3,561,948 
Dallas Power and Light... 1,605,058 | 600,636 
Duquesne Light .......... 10,453,819 9,080,339 
Florida Power & Light..... 1,556,592 1,955,748 
Idaho Power ..>..........- 1,523,958 1,682,148 
Montana Power and subs... 3,257,616 2,670,322 
Texas Power and Light..... 2,266,032 1,970,204 
Utah Power & Light and 

WEE GIBBS \ oc ctikericeace 1,397,772 1,349,740 


*Twelve months ended March 31. 
det months ended February 29. 
Twelve months ended January 31. 
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Claremore Rejects Plan 
for Grand River Power 


Claremore, Okla., City Council has 
voted to enlarge the municipal power 
plant instead of purchasing needed ad- 
ditional power from the Grand River 
Dam Authority. The council thereby 
rejected the proposition of the authority 
for the purchase of electric power at 
wholesale rates. 

“We believe we can make the power 
cheaper than we can buy it,” said 
Councilman Hobaugh, chairman of the 
light and water committee. 


Purchase Local Lines 


Local distribution lines of Western 
Light & Power Co. in Camas and Wash- 
ougal, Wash., are to be taken over and 
operated by Northwestern Electric Co. 
under a purchase agreement. Involved 
are about 47 miles of distribution cir- 
cuits, serving about one-third of the 
3,300 electric users in the two commu- 
nities. Duplication of facilities will be 
eliminated as rapidly as possible. 


Defer Rate Hearing 


A hearing concerning the propriety 
of proposed rates for primary electric 
service’ filed by the Buffalo Niagara 
Electric Corp. and suspended by the 
commission has been postponed by the 
commission without date at the request 
of the company. The company has 
asked for additional time in which to 
study certain features of the primary 
electric rates. 


Plans Power System 


Mayor T. W. Woodworth of Spartan- 
burg, S. C., announced recently that 
the City Council has instructed the 
City Attorney to draft an ordinance 
providing for issuance of revenue bonds 
up to $1,250,000. The bonds would be 
used either for the construction of or the 
purchase of an electric distribution sys- 
tem. 


Power Line Half Completed 


Bonneville Power Administration’s 
4l-mile electric transmission line be- 
tween Vancouver and Kelso is 50 per 
cent complete. The new line is slated 
to receive energy early in the summer. 

nstruction work will start soon on 
the extension of the circuit from Kelso 


to Chehalis, a distance of 31 circuit- 
miles. 
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Sales Opportunities 


St. Bonrracius, Minn.—Northern States 
Power Co., Minneapolis, Minn., has ap- 
proved plans for extensions in transmission 
lines in vicinity of St. Bonifacius, Navarre 
and Lake Minnetonka, totaling about 11 
miles, including two new power substations 
and additions in distribution lines and 
service facilities. Work is scheduled to be- 
gin at once. 


Vista, Catir.—San Diego County Board 
of Supervisors, San Diego, Calif., is ar- 
ranging immediate call for bids for orna- 
mental lighting -system on San Diego 
Boulevard, Vista, including lighting stand- 
ards, conduits, cables, wires and complete 
auxiliary’ equipment. 

Datias, Tex.—Procter & Gamble Co., 
Gwynne Building, Cincinnati, Ohio, plans 
installation of motors and controls, power 
panels, regulators, duct lines conveyors and 
other equipment in new seven-story soap 
and soap products-manufacturing plant, 
120 x 300 ft., on Loomis Street, Dallas, ad- 
joining present edible oil plant. Award for 
erection has been let to H. K. Ferguson 
Co., Hanna Building, Cleveland, Ohio, 
and work will proceed early in May. 
Present power plant will be extended and 
remodeled, with installation of new tur- 
bine-generator unit and accessories, high- 
pressure boiler and auxiliary equipment. 
Entire project reported to cost in excess 
of $600,000. Henry Manley, 655 Fifth 
Avenue, New York, N. Y., is architect 
and engineer. 


Iota, Kan.—City Council has authorized 
extensions and improvements in municipal 
power plant and distributing system, and 
will engage consulting engineer at once to 
prepare plans. 


Munciz, Inp.—Indiana General Service 
Co., Muncie, has surveys and plans near- 
ing completion, and will begin work soon 
on extensions and improvements in trans- 
mission and distributing lines in several 
counties, with new power substations, ad- 
ditions to present substations and increase 
in service facilities in different districts. 
This is part of general line expansion pro- 
gram previously noted in these columns, 
covering line construction in a total of 14 
counties, including rural distribution sys- 
tems, with ultimate cost estimated close to 

, 


KNoxviLLE, TENN.—Director of Pur- 
chases, Tennessee Valley Authority, receives 
bids until May 7 for plate-steel draft tube 
gate guides for Kentucky generating sta- 
tion. 


Lurxin, Tex.—Southland Paper Mills, 
Inc., plans installation of motors and con- 
trols, regulators, duct lines, power panels, 
transformers and accessories, conveyors and 
other equipment in connection with ex- 
pansion in newsprint mill to increase capac- 
ity from 50,000 to 100,000 tons per annum. 
Work will include new mill units, installa- 
tion of paper-making machinery and auxil- 
iary operating equipment. Cost estimated 
close to $3,000,000 and financing in that 
amount will be arranged. Ernest L. Kurth 
is president. 


MiLwavuKEE, W1is.—Wisconsin Electric 
Power Co. has asked bids on general 
construction contract for proposed new 
boiler house, 98x 120 ft., at generating 
station on Commerce Street, estimated to 
cost about $225,000. A new 300-ft. con- 
crete stack will be built. Work is sched- 
uled to begin soon. 
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Oxrorp, Muss.—City Council receives 
bids until May 7 for equipment for mu- 
nicipal power plant, including diesel en- 
gine-driven generating unit and auxiliary 
apparatus. R. S. Myers and C. E. Harrison, 
Oxford, are engineers. 

Irnaca, N. Y.—New York State Electric 
& Gas Corp., Ithaca, plans extensions in 
primary and secondary lines in part of 
Otsego County, vicinity of Oneonta, in- 
cluding improvements in present lines. Also 
will expand power substations and service 
facilities. Cost reported over $85,000. Work 
will be placed under way at once. 

Brooktyn, N, Y.—Signal Corps Pro- 
curement District, Army Base, 58th Street 
and First Avenue, Brooklyn, receives bids 
until May 13 for 300,000 lineal feet of 
stranded, weatherproof wire and 200 metal 
reels (Circular 396). 

CLAREMORE, Oxia.—City Council has 
authorized expansion and improvements in 
municipal power plant, including installa- 
tion of additional equipment, and will 
have plans prepared at once. Project has 
been approved at a special election. 

PHILADELPHIA, Pa.—SKF Industries, 
Inc., Front Street and Erie Avenue, plans 
installation of motors and controls, switch- 
gear, duct lines, panel boards, conveyors 
and other equipment in new addition to 
ball and_ roller-bearing manufacturing 
plant. Work is scheduled to begin soon. 
Cost reported over $400,000. 

Oceanport, N. J.—Signal Property Offi- 
cer, Signal Corps Laboratories, Fort Mon- 
mouth, Oceanport, receives bids until May 
6 for 15 to 26 gasoline-electric power units, 
each 18.75-kva., single phase, 60 cycle, 120 
volts (Circular 22). 


Baldwin Gets TVA Order 


Baldwin Locomotive Works has an- 
nounced receipt of a contract from 
the Tennessee Valley Authority for three 
turbines to cost approximately $1,350,- 
000. The order calls for 42,000-hp. ad- 
justable-blade Kaplan-type turbines 
with governors, to be used at the Watts 
Bar Dam in Tennessee. 


Primary Load Rises 17.7% 


Hydro-Electric Power Commisssion 
of Ontario reports primary load for all 
systems in March at 1,658,984 hp., 
against 1,409,838 hp. in March, 1939, 
an increase of 17.7 per cent. 


Two to Get Franklin Medal 


Announcement has been made that 
the Franklin Institute will award its 
Franklin Medal this year to Dr. Arthur 
H. Compton of the University of Chi- 
cago and Dr. Leo Hendrik Baekeland, 
founder of the Bakelite Corp., New 
York. Papers by both scientists will be 
read at the annual medal day on May 
15. 
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Fluorescent Luminaire 


The hood is of sheet steel hinged to the 
reflector with knockouts at each end to 
provide for end-to-end mounting and 


48-in., two-lamp, 40-watt fluorescent luminaire 
for 110-125, 199-216 or 220-250 volts. ee 
— Electric & Mfg. Co., East Pittsburgh, 
‘a. 


straight-through wiring. Units are arranged 
for rigid conduit, flexible conduit, or chain 
suspension mounting. When rigid or flex- 
ible conduit is used two 4-in. knockouts 
are provided on 30-in. centers on the top 
of the hood. To be applied for general 
or supplementary lighting in low bay in- 
dustrial areas. 


Neutral Disconnect 


A device so designed that the metal 
bracket at the bottom of the block, under 
the base of the block itself, can be mounted 
over the old ground stud and fastened into 
place with regular ground nut, after which 
the block itself again is screwed on the 
bracket with the disconnect nut ahead of 
the potential connection. Is suitable for 
use on three-phase, three-wire service, 
which under ordinary circumstances re- 
quires that only two wires be taken through 


Neutral disconnect, No. 8915, for use in poly- 
hase service. Corcoran-Brown Lamp Division, 
lectric Auto-Lite Co., Cincinnati, Ohio. 
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the meter and a small tap connected to 
the third phase for furnishing potential to 
the meter. When service is disconnected 
the device makes it possible to leave all 
three wires of service dead, the two metered 
phases being disconnected at the test block 
and the potential phase being disconnected 
on the disconnect block. 


Transformer Gins 


The gin shown at the right can be 
clamped on the top of a pole for lifting 
transformers, load pots, lead cables, etc. 
Said to be so constructed that it is a non- 
conductor of electricity. The gin at the 


Two new transformer gins to fit any size pole; 
claimed to have been tested to more than 
3,000 Ib. without signs of yielding. Coffing 
Hoist Co., Danville, Ill. 


left is to be clamped on the side of the 
pole—to be used where the other type is 
not so desirable. 


Reflector 


Separable reflector furnished with a new hood 
of rolled steel construction. Goodrich Elec- 
tric Co., Chicago, III 


The company states that this new hood’s 
thinner wall provides additional wiring 
space. It claims that the “come-apart” 
design provides simplicity because a quar- 
ter of a turn is only needed to release or 
attach the reflector. The reflector can be 
placed in position after the hood is 
attached and the socket wired. 


ELECTRICAL EQUIPMENT BUYERS look 
first in “Electrical World” Electrical Buy- 
ers Reference for names, addresses and 
products of manufacturers. 
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Light Weight Clevis 


This new clevis is said to eliminate line 
threading and to prevent injury to the con- 
ductor. It may have the line tied in on the 


Open-side thimble clevis, intended for angles 
oe to 60 deg. Hubbard & Co., Pittsburgh, 
a. 


pole or ground. Attachment bolt is 4 in. 
although the mounting hole will accom. 
modate a §-in. bolt. Diameter of the thim- ~ 
ble is 34 in. and the wire groove 3 in. — 
Intended for 30-60 deg. angle work, but ~ 
can be used for lesser angles. 


Capacitor Motor 


Capacitor motor, type K, weighing less than 
1'% \b.; supplied with windings for syn- 
chronous capacitor, non-synchronous capacitor 
and dynamic braking capacitor. Bodine Elec- 
tric Co., 2254 West Ohio St., Chicago, Ill. 


This new motor is small in size—2@ in. — 
wide and high, with 1§ in. over-all length, © 
excluding the §-in. long shaft. Standard — 
ratings on 60 cycles are, respectively, — 
1/1,500 hp. at 1,800 r.p.m., 1/1,000 hp. at © 
1,700 r.p.m. and 1/1,500 hp. at 1,200 r.p.m. © 
Motor input is 8 watts or less. Normally 
three leads are brought from the motor, ~ 
and it can be reversed, even when running, 
by means of a single-pole, double-throw — 
switch. Operation is at 110 volts a.c. Prin- © 
cipal use is on devices designed for con- 


tinuous operation, such as industrial con- | 


trollers, instruments and timers. 


Appliance Plug 


Ends of the two metal strands are pushed 
through the socket opening and placed on ~ 
either side of the center post. The sepa- ~ 
rate disk is then twisted into place, claimed 


to hold wires firmly in proper contact posi- — 


tion. The plug is molded of “Resinox,” 
a Monsanto plastic. 


% 


Handy appliance plug for extension cords. 


Albany Sales Com of New York, Incy 
431 Madison Ave., Nor York, N. Y. “a 
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